TRANSMITTERS OF DAMPED OSCILLATIONS
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sufficient for an understanding of the other two figures.    The simplicity
of these stations is at once evident.    One need only compare Fig. 238,

illustrating the quench'ed gap transmitter of the Nauen high-power station
with the former BRATJN transmitter (Fig. 215) of the same station to appre-
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